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Message Text 

CONFIDENTIAL 

PAGE 01 SEOUL 01624 280628Z 
ACTION OES-07 

INFO OCT-01 EA-10 ISO-OO ACDA-12 CIAE-00 INR-10 10-13 
L-03 NSAE-00 NSC-05 EB-08 NRC-05 SOE-02 DODE-OO 
SS-15 SP-02 CEQ-01 PM-05 /099 W 

059155 280632Z/14 

P R 280602Z FEB 78 
FM AMEMBASSY SEOUL 
TO SECSTATE WASHDC PRIORITY 9570 
DOE WASHDC PRIORITY 
DOE GERMANTOWN PRIORITY 
INFO AMEMBASSY TOKYO 

CONFIDENTIAL SEOUL 1624 

DEPT PASS NRC, J LAFLEUR; DEPT FOR OES/NET/RD, V ADLER; 

DOE WASHDC, R WILLIT; TOKYO FOR J BLOOM AND W HENOCH 

E.O. 11652: GDS 
TAGS: ENRG, TECH, KS 

SUB J : KO-RI REACHES 100 PERCENT THERMAL POWER OUTPUT 
REF: A) SEOUL 1503; B) SEOUL 1215; C) SEOUL 521 

1 . AT 1 120 HOURS FEBRUARY 27 KO-RI UNIT 1 NUCLEAR POWER PLANT 
REACHED 100 PERCENT REACTOR THERMAL POWER OUTPUT BUT ELECTRICAL 
OUTPUT WAS ABOUT 1.5 PERCENT BELOW NOMINAL 595 MW BECAUSE OF 
PROBLEMS WITH COMPONENTS IN THE SECONDARY SYSTEM. THE REACTOR 
WAS SHUTDOWN, MANUAL SCRAM, AT 1558 HOURS ON FEBRUARY 27 FOR 
REPAIR OF STEAM LEAK AT FLANGE ON HIGH PRESSURE TURBINE GLAND 
SEAL STEAM LINE. 

2. REACTOR IS IN HOT SHUTDOWN MODE AND WILL BE RETURNED TO 
FULL POWER OPERATION AS SOON AS SECONDARY SYSTEM REPAIRS 
ARE COMPLETED. 
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